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Bank holiday stand-off: Man 
charged after gunshots fired 





















































































































































































Health check scores with fans 22 

Oxford United hold awareness-raising exercise m treatment 




Take Pride in whoever you are at city's inclusive festival 
























































































Kitchen Transformations 


Your new lutche* is just a ccJI ou/ay... 


01865 920497 _ 

www.smileykitchens.com 
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Free hearing 
consultations and 
home visit 

Fully Independent. 

Complete aftercare. 


3 White Lion Walk, Banbury,0X16 5UD 
14 Langdale Gate, Witney, 0X28 EEY 
Your local independent Audiologist for over 30 year: 

01993 709955 







































































PINT OF SCIENCE 

OXFORD 

















THE HARTLAND 


PODIATRY CLINIC 


N O V E-O N 

NAI LASER 


Students show their 
Zest for enterprise 










































Charity of the year 2018 - Helen & Douglas House 

Golfer caps fundraising with 



































































WIN A£50 

NICHOLLS VOUCHER 


Tke ludejoeudeul' Ckoice Since M65 
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David 
BaddmVs 
sure to 
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Voted Best Restaurant of Oxfordshire in 2017 
Thank You for making us Number 1! 




























tickets to The Classic & Sports Car 
Show in association with Flywheel 































OPEN DAY 

For entry at 11 +, 13+ and directly into the Sixth Form 


Saturday 12 May 1 0AM - 1 PM 
































































































































































Walking and running for 
health in aid of Sobell House 



Li hill 



































•NEW DRIVEWAY- 


Call 01235 430770 for your free estimate 
www.newdrivewaycompany.com 
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Antarctic 

99 s © 1 

monkeys 

V 

THE UK’S No.1 TRIBUTE TO THE ARCTIC MONKEYS 

A PLUS SPECIAL GUESTS * * 
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NATIONAL TOUR 2010 


FRIDAY 12th OCTOBER 

0 2 ACADEMY2 OXFORD 


























On the right track for great property prices 



thinking of 


selling or 
letting? 

(« • 
alien 
& harris 

m o 

alien 

& harris 1 



l 

call the Oxford branch on 01865 711441 821,0 


to book your FREE valuation 


PR0PEK1Y ^... 


WEEKLY - 










































#EverythingProperty 

Andrews ^ 

Worthy of 
your trust. 



2018 

Trusted 

Service 

Award 

feefo" 

Pop in for a chat or visit 

Andrewsonline.co.uk/everythingproperty 

D C3 







How much is your home 
really worth... 


Get an instant sales or rental valuation 
for your property with your FREE 
Hometrack Valuation Report now. 


Martin & Co Abingdon and Di 


1 01235 524300 


MARTIN CO 




AutoWeeklv mm 

Ford Fiesta B&O Play Zetec - I .OT EcoBoost (I00PS) 6 speed 

New Fiesta is like a party on wheels 
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GOOSEBUMPS AS STANDARD 

3.9% APR* 

REPRESENTATIVE 

MAZDA PERSONAL 
CONTRACT PURCHASE 



Mazoa mjc-h /?/=" 

















f www.lodgehillgarage.co.uk 





































































Tel. 01865 778999 


Tel. 01865 863777 


Tel. 01865 240948 
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BIGGEST 

For every stage of 
the journey 

USED CAR 
SUPPLIERS 


We have access to a 
lenders with the highest 
approval rate, so come and 
see us to discuss your next 
car purchase, we can help! 


We have sold quality used cars in Oxfordshire for over 14 years! 

www.sdtimmocarsales.co.uk 

sales@sdtimmocarsales.co.uk 



























WYCHWOOD 

CAR & VAN SALES Witney Oxon0X299NU 
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Telephone 01993 878685 / 07831 455183 www.wychwoodgarage.co.uk 
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CAR CENTRE 


' ■ ■ 


Private Sale Caravan 

Sited at Weymouth Bay. 

Sleeps 8 people. Heated throughout. Parking. 

Close to beach. Ready to use. Pk fees not inc. 

• Open 7 Days a Week • Over 50 Cars in Stock 

www.witneyusedcarsxolukl 
Or call For More Info | 

Bargain ONLY 

■ „«™. -mr 

Call 07786110096 
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Recruitment 




































































































































Classifieds 






































Classifieds 


YOUR DATE, 

m ~ 













































































































Payne for United as ex-loanee's 
goal finishes season with defeat 

Progress made 
in a few weeks 


Amazing atmosphere for teenager’s debut 










































































